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581) in (Wyant), 72 

spinal: complications (Noble and Mur- 
ray), 5; conditions stimulating com- 
plications, 11; history of, 5 

techniques: conventional compared with 
neurolept for major surgery (Mc- 
Dowell and Dundee), 541; for bron- 
choscopy, 178; for patients with 
severe pulmonary obstructive dis- 
ease, comparison of three (Boutros 
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and Weisel), 286; for surgical treat- 
ment of intracranial aneurysms 
Doll and Jenkins), 310 
Anaesthetic agents, causing postoperative 
dreams, 609 
Anaesthetic gases, humidification of (Kay and 
Allen), 571 
Antidiuretic hormone in man, plasma levels 
during halothane anaesthesia and 
surgery (Oyama, Sato and Kimura), 
614 
Anti-histamine diphenhydramine hydrochlor- 
ide (Benadryl®), effect on cardiac 
output, 160 
Aortic and mitral valve replacements, myo- 
cardial metabolism during and after 
(Moffitt, Rosevear, 
McGoon), 33 
Apparatus and Equipment 
anaesthetic gas machines: failure of oxy- 
gen fail-safe system panels and 
Longmuir), 576; a safety feature 
for touch identification of oxygen 
flow control (Calaverley), 225 
Canadian and international standards for 
(c.M.w., Editorial), 129 
Cardioverter, electric shock by direct 
current, use of Diazepam in (Vinge, 
Wyant and Lopez), 166 
Carlens endobronchial catheter versus 
endotracheal tube ee thoracic 
surgery, a comparison of blood gas 
tensions and pulmonary shunting 
(Trahan and Lundborg), 594 
for demand analgesia to relieve post- 
operative pain (Keéri-Szanto), 581 
inhaler, new (Penhalor) for obstetrical 
analgesia (Hatano et al.), 454 
Manley ventilator, a modification to in- 
crease versatility (Carden and Bern- 
stein), 675 
self deflating cuff for arterial compression 
(Fournier and Desmeules ), 578 
simple inexpensive system for removal of 
excess anaesthetic vapours (Best), 
333 
stethoscope monitoring, double adhesive 
film, an adjunct to (Webster), 583 
Arrhythmias, see under heart 
Arterial compression, self deflating cuff for 
(Fourier and Desmeules), 578 
Atropine, effect of prior administration upon 
response to succinylcholine, 102 


Tarhan and 


Benadryl® see anti-histamine diphenhydramine 
hydrochloride 
Blood 
circulation: effect of succinylcholine 
upon, of anaesthetized dogs (Leigh- 
ton), 100; support by mechanical 
means (Evans), 650 
determination of lidocaine in, by gas 
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chromatography (Edhorm), 189 

gas exchange during chest surgery in 
right lateral position in dogs (Car- 
den), 110 

gas tensions and pulmonary shunting, 
compared during thoracic surgery, 
using Carlens endobronchial cath- 
eter versus endotracheal tube (Tar- 
han and Lundborg), 594 

pH and gas tensions compared with pul- 
monary shunting, during thoracic 
surgery using Carlens endobronchial 
catheter versus endotracheal tube 
(Tarhan and Lundborg), 594 

plasma: cholinesterase activity in new- 
borns and infants (Zsigmond and 
Downs), 278; human growth hor- 
mone and insulin levels, effect of 
thiopentone-nitrous oxide anaesthe- 
sia on (Oyama, Takiguchi and 
Kudo), 442; levels of antidiuretic 
hormone in man during halothane 
anaesthesia and surgery (Oyama, 
Sato and Kimura), 614; levels of 
growth hormone (HGH) _ insulin, 
glucose, free fatty acids (FFA) cor- 
tisol, during ether anaesthesia and 
surgery, 52 

red cells, effect of Mannitol infusion on 
(Evers, Racz and Bell), 63 

serum: cholinesterases variations durin 
pregnancy and post-partum (Haze 
and Monier), 272; potassium changes 
after succinylcholine in swine with 
thermal trauma or sciatic nerve 
section (Gronert and Theye), 558; 
potassium levels following adminis- 
tration of succinylcholine, 199 

Body temperature: determination of, and hu- 
midity in alveolar cavity (Déry), 
145; monitoring, an inexpensive 
thermistor for (Duffin and Simpson), 
691 
Book Reviews 

The Adrenergic System in Anaesthesia 
and_ Resuscitation. Post-graduate 
teaching in anaesthesia and resusci- 
tation, 480 

Anaesthesia for Infants and Children, by 
R. M. Smith, 233 

Anesthesia for Outpatient Surgery, by 
D. D. Cohen and J. B. Dillon, 703 

Anesthesia for the Aged, by P. H. Lor- 
han, 481 

L’Anesthésie Vigile et Subvigile, vol. 1, 
no. 1, Ars Medici, 234 

Anaesthetics, Resuscitation and Intensive 
Care; A Textbook for Students and 
Residents, by W. Norris, 703 

Applied Respiratory Physiology, by J. R. 
Nunn, 120 

Complications of Anesthesia, ed. by L. J. 
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Saidman and F. Moya, 482 
Depressed Metabolism. Proceedings. First 
International Conference on De- 
pressed Metabolism, Washington, 
pc, 22-23 Aug. 1968, ed. by X. J. 
Musacchia and J. F. Saunders, 120 
The Direct and Indirect Measurement of 
Blood Pressure, by L. A. Geddes, 
120 
Elements of Paediatric Anesthesia, by C. 
R. Stephen, E. W. Ahigren and E. J. 
Bennett, 482 
Hyperbaric Medicine. Proceedings 4th 
International Congress, 703 
Mechanical Artificial Ventilation; A Man- 
ual for Students and Practitioners, 
by T. W. Heironimus, 478 
Neurolectric Research, ed. by D. V. 
Reynolds and A. E. Sjoberg, 482 
Otuline of Loco-Regional Anaesthesia, by 
P. Gauthier-Lafaye, R. Kiery and 
B. Keller, 481 
The Pharmacological Basis of Therapeu- 
tics, ed. by L. S. Goodman and A. 
Gilman, 4th, ed., 233 
Physiology and Pharmacology of Local 
Anesthesia, by R. H. De Jong, 479 
Progress in Anaesthesiology. Proceedings 
of 4th World Congress of Anaes- 
thesiologists, ed. by T. B. Boulin 
et al., 233 
Précis d’Anesthésie Loco-Régionale, par 
P. Gauthier-Lafaye, R. Kiery et B. 
Keller, 480 
Principles and Practice of Spinal Anes- 
thesia, by P. C, Lund, 479 
The Respiratory Muscles—Mechanics and 
Neural Control, by E. J. M. Camp- 
bell, E. Agostoni and J. N. Davis, 
478 
Scientific Foundations of Anaesthesia, ed. 
by C. Scurr and S. Feldman, 479 
Le System Adrenergique en Anesthésio- 
gie et en Réanimation. Journées 
d’Enseignement _Post-Universitaire 
d’Anesthésiologie et de Réanimation, 
479 
Bradykininergic body dysfunctions associated 
with secretion from carcinoid tumors, 
effect on cardiovascular and respira- 
tory systems, anaesthetic manage- 


ment, 258 
Brain 
cerebral: air embolism, following cardiac 
catheterization, hyperbaric  treat- 


ment (Calverley et al.), 665; aneur- 
ysms, anaesthetic techniques for 
surgical treatment of (Doll and 
Jenkins), 310; blood flow, effect of 
meth urane (Gray et al.), 408; 
blood flow, in dogs under methoxy- 
flurane anaesthesia, effect of hypo- 
xaemia on (Mitra et al.), 419 
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electroencephalogram and site of action 
of Pentazocaine (Yanagida and 
Yamamura), 621 
site of action of Innovar in (Yanagida 
and Yamamura), 552 
Bronchosocopy: ventilation during (Spoerel 
and Grant), 178; with anaesthesia, 
178 
Bronchospasm, caused by succinylocholine 
(Bele-Binda and Valeri), 116 
Bupivacaine (Marcaine®): duration of anal- 
gesic effects, 20; during labour, 25; 
for caudal anaesthesia in anorectal 
surgery (Rochowanski, Kreiser and 
Morris), 18; for major conductive 
blockade (Moore, Letter to Ed.,), 
341; in labour (Browne and Cat- 
ton), 23 


Caesarean section: elective, effect of different 
oxygen concentrations during general 
anaesthesia (Marx and Mateo), 587; 
foetal and maternal acid-base studies 
during epidural and general anaes- 
thesia for (Fox and Houle), 60; trans- 
mission of carbonated lidocaine across 
the placenta during (Houle, Fox and 
Torkington ), 505 
Anaesthetists’ Society: Annual 
Meeting, 124; programme, 346; art 
exposition awards, 702; Executive 
Secretary (Campbell, Edna R.), 698; 
medal (Noble, A. B.), 473; Presi- 
dent (Wyant, G. M.), 694; prize, 
126, (Noble, W. H.), 700; residents’ 
prizes (Calverley, R. K. and Samul- 
ska, H.), 701; Symposium-anaes- 
thesia and the endocrines, 344 
Carbohydrate metabolism, effect of diethyl- 
ether anaesthesia and surgery on 
(Oyama and Takazawa), 51 
Carcinoid syndrome: biochemistry, 245; phar- 
macodynamics, 245; Physiopathol- 
ogy, 250 
Cardiovascular system: effect of curare on, 
158; effect of histamine on, 159 
Cardioversion, see under heart 
Catecholamine levels, increase in, caused by 
certain anaesthetic agents associated 
with post-operative vomiting (Jen- 
kins and Lahay), 434 
Catheterization, endobronchial versus endo- 
tracheal tube during thoracic sur- 
gery, a comparison of blood gas 
tensions and pulmonary shunting 
(Tarhan and Lundborg), 594 
Caudal block with Bupivacaine (Marcaine®) 
for anorectal surgery (Rochowanski, 
Kreiser and Morris), 18 
Cerebral see under brain 
Chest: oxygenation during surgery in right 
lateral position in dogs (Carden), 
110; surgery in dogs in right lateral 


Canadian 
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position, improvement in arterial 
oxygenation following sighing and 
PEPP (positive expiratory pressure 
plateau) (Carden), 110 

Cholinesterases: plasma activity in newborns 
and infants (Zsigmond and Downs), 
278; variations in human serum 
during pregnancy and post-partum 
(Hazel and Monier), 272 

Chromatography, gas: determination of local 
anaesthetics in blood by, 189; de- 
termination of lidocaine in whole 
blood by (Edhorm), 189; determi- 
nation of impurities in local anaes- 
thetics by, 189 

Circulation, see Blood, circulation 

Compound 469, see Forane 

Counterpulsation, a method of circulatory 
support, 654 

Curare; cardiovascular effects of, 158; gang- 
lionic blocking action of, 163; nitrous 
oxide oxygen anaesthesia, innovar as 
an adjunct to (Catton and Browne), 
172 

Curettage, Ketamine for dilatation and (Gal- 
loon), 600 


D-tubocurarine: and anaesthesia, effect on 
cardiac output in normal and hista- 
mine-depleted dogs (Lee and John- 
son), 157; effect on static elastic 
recoil of thorax (Nisbet), 304 


Diazepam (Valium®): effect on anaesthetic 
requirements for halothane ( Perisho, 
Buechel and Miller), 536; effect on 
minimum alveolar anaesthetic re- 
quirements (MAC) in man (Perisho, 
Buechel and Miller), 536; in cardio- 
version (Vinge, Wyant and od 
166; morphine, neuroleptanaesthesia 
with, in poor risk surgical patients 
(Eisenberg and Kwan), 465 

Diethyl-ether anaesthesia and surgery, effect 
on carbohydrate and fat metabolism 
(Oyama and Takazawa), 51 

Droperidol, pentazocaine and nitrous oxide 
anaesthesia, effect on adrenocortical 
function (Oyama, Takiguchi and 
Sato), 298 

Drugs, interaction in anaesthesia (Ghoneim), 
3 


Dysautonomia, familial, general anaesthesia 
in patients with (Meridy and Creigh- 
ton), 563 


Fat metabolism, effects of diethyl-ether and 
surgery on (Ayama and Takazawa), 

Fluothane, ose halothane 

Forane (Compound 469); biochemical effects 
under prolonged anaesthesia, re- 
sponse to bleeding (Byles et al.), 
387; compatibility with epinephrine 
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(Byles et al.), 387; fat accumulation 
in liver and kidneys following pro- 
longed use in anaesthesia, 397; in 
inhalation anaesthesia, clinical and 
laboratory evaluation (Dobkin, Byles, 
Ghanooni and Valbuena), 264; 
physiological and biochemical effects 
compared with Enflurane and halo- 
thane and methoxyflurane in dogs 
(Byles et al.), 376; prolonged anaes- 
thesia, comparative effects on Beagle 
dogs and young Rhesus monkeys, 397 


Electrocardiogram, monitoring under anaes- 
thesia, T-Wave as a manifestation of 
subarachnoid haemorrhage (MclIn- 
tyre et al.), 293 

Enflurane (Ethrane), physiological and bio- 
chemical effects compared with 
Forane, Halothane an 
flurane (Byles et al.), 376 

Epidural, see under anaesthesia 

Epinephrine: compatibility with Forane 
(Byles et al.), 387; and postopera- 
tive vomiting, 434 

Ethrane, see Enflurane 

Extremities, lower, vascular insufficiency 
treated by subarachnoid osmotic 
neurolysis (Nielsen), 687 


Methoxy- 


Growth hormone levels in plasma, effect of 
thiopentone-nitrous-oxide anaesthesia 
on (Oyama, Takiguchi and Kudo), 
442 


Halothane: anaesthesia and surgery, plasma 
levels of antidiuretic hormone in man 
during (Oyama and Kimura), 641; 
anaesthesia, comparison of ventila- 
tion responses to hypercapnia at nor- 
mothermia and hypothermia, during 
(Sodipo and Lee), 426; anaesthesia, 
oxalic acid excretion following (Sil- 
verberg et al.), 496; effect of Diaze- 

am on anaesthetic requirement for 

Perisho, Buechel and Miller), 536; 
pacemaker migration and sinus node 
arrest with (Reynolds, Chiz and 
oa, 137; Physiological and 
biochemical effects compared with 
Forane, Enflurane and Methoxy- 
flurane (Byles et al.), 376 


Heart: arrhythmias, caused by methoxyflurane 
and halothane, 137; cardiac arrest 
following administration of succinyl- 
choline, 199; cardiac catheterization, 
cerebral air embolism following, hy- 
perbaric treatment (Calverley et al), 
665; cardiac massage, external as a 
support to circulation, 650; cardiac 
massage, internal, as a support to 
circulation, 650; cardiac output in 








normal and histamine depleted dogs, 
effect of d-Tubocurarine and anaes- 
thesia on (Lee and Johnson), 157; 
cardioversion, Diazepam in (Vinge, 
Wyant and Lopez), 166; myocardial 
metabolism during and after double 
valve replacement (Moffitt, Rosevear, 
Tarhan and McGoon), 33; pace- 
maker fibers, effect of methoxyflurane 
and halothane on (Reynolds, Chiz 
and Pasquet), 137; sinus node 
arrest, caused by effect of methoxy- 
flurane and halothane on pacemaker 
fibers (Reynolds, Chiz ok Pasquet), 
137; ventricular bypass, a method of 
circulating support, 652 

Histamine, cadiesuealile effect of, 159 

Hospitals; intensive care neurosurgical unit 
(Tindal), 637; operating room, 
simple device for removal of excess 
anaesthetic vapours (Best), 333 

Humidification: in anaesthesia, determination 
of alveolar humidity and temperature 
in the dog (Déry), 145; of anaes- 
thetic gases (Kay and Allen), 571 

Hyperbaric therapy for cerebral air embolism 
following cardiac catheterization 
(Calverley et al.) , 665 

Hypercapnia, ventilation responses to, at nor- 
mothermia and hypothermia durin 
halothane anaesthesia (Sodipo a 
Lee), 426 

Hyperkalaemia, succinylcholine induced: in 
neurological disorders (Smith), 199; 
in patients with burns, trauma or 
neuromuscular disease, 558; preven- 
tion by magnesium sulfate (Pittinger, 
Erysa and Chang, Letter to Ed.), 
232 

Hyperthermia, malignant, postoperative (Bel- 
davs, Smith, Cooper and Britt), 202 

Hypoxaemia, effect on cerebral blood flow of 
dog under methoxyflurane anaes- 
thesia (Mitra et al.), 419 


Intants: newborn, plasma cholinestrase activity 
in (Zsigmond and Downs), 278 

Innovar: as an adjunct to nitrous oxide, oxy- 
gen, curare anaesthesia (Catton and 
Browne), 172; site of action in the 
brain (Yanagida and Yamamura), 
552 

Insulin levels in plasma, effect of thiopentone 
nitrous oxide anaesthesia on Ruane, 
Takiguchi and Kudo), 442 

Intracranial aneurysms, see under Brain, cere- 
bral aneurysms 

Intubation: endotracheal, for 31 days in a 
tetanus patient (Sellery), 683; en- 
dotracheal versus Carlens endo- 
bronchial catheter during thoracic 
surgery, comparison of blood gas 
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tensions and pulmonary shuntin 
(Trahan and ney 594; oral, 
a problem of prolonged (Adamson), 
213 


Ketalar (CI-581) see Ketamine 

Ketamine (Ketalar): as a sole anaesthetic 
agent, intra-operative complications, 
321, 325, postoperative complica- 
tions, 324, 325; clinical experience 
with (Spoerel and Kandel), 319; for 
dilatation and curettage (Galloon), 
600; effect on cardiovascular system, 
602; effect on respiration, 602; effect 
on uterus, 602; intramuscular in 
paediatric anaesthesia (Wyant), 72; 
ene. nage headache and dizziness 
ollowing, 605; postoperative nausea 
and vomiting following, 606; post- 
operative recovery time, 603 

Kidneys, fat droplets in: resulting from pro- 
longed anaesthesia with Forane, 397; 
function following methoxyflurane 
and halothane anaesthesia in rela- 
tion to oxalic acid excretion (Silver- 
berg), 496; following methoxyflurane 
anaesthesia (McIntyre and Russell), 
131 


Labour, use of Bupivacaine in (Browne and 
Catton), 23 

Lidocaine (Xylocaine): carbonated, trans- 
mission across the placenta during 
Caesarean section (Houle, Fox and 
Torkington ), 505; determination of, 
in whole blood by gas chromatog- 
raphy (Edhorn), 189; for major 
eae blockade (Moore, Lette: 
to Ed.), 339 (Bromage and Gertel, 
Letter to Ed.), 341 

Lingocaine, use in labour, 23 

Liver, fat droplets in, resulting from pro- 
loam anaesthesia with Forane, 397 

Lung volumes, effect of surgical position on 
(Craig, Wahba and Don), 92 

Lungs: compliance, effect of d-tubocurarine 
upon (Nisbet et al.), 304; pulmon- 
ary obstructive disease; comparison 
of effects of three anaesthetic tech- 
niques in patients suffering from 
( Boutos al Weisel), 286; pulmon- 
ary shunting and blood gas tensions 
during thoracic surgery using Car- 
lens endobronchial catheter versus 
endotracheal tube (Tarhan and 
Lundborg), 594 


Magnesium sulphate, prevention of succinyle- 
holine-induced hyperkalaemia by 
(Pittinger, Eryasa and Chang), 232 

Mannitol, red blood cell survival after infu- 
sion (Evers, Racz and Bell), 631 
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Marcaine®, see Bupivacaine 
Meetings, 121, 237, 349, 483, 585, 705 
Meperidine, compared with Pentazocine as a 
supplement to nitrous-oxide relaxant 
anaesthesia, 85 
Metabolism, myocardial, during and after 
double valve replacement ( Moffitt, 
Rosevear, Tarhan and McGoon), 33 
Methoxyflurane 
anaesthesia, effect of hypoxaemia on 
cerebral blood flow of dog under 
(Mitra et al. ), 419 
effect on cerebral blood flow in the dog 
(Gray et al.), 408 
effect on renal function (McIntyre and 
Russell), 131 
oxalic acid excretion following use (Sil- 
verberg et al.), 496 
pacemaker migration and sinus node 
arrest with (Reynolds, Chiz and 
Pasquet), 137 
physiological and _ biochemical effects 
compared with Forane, Enflurane 
and Halothane (Byles et al.), 376 
Mitral and aortic valve replacement, myocar- 
dial metabolism during and after 
Moffitt, Rosevear, Trahan and 
McGoon), 33 
Monitoring under anaesthesia, changes in T 
wave as an_ electrocardiographic 
manifestation of subarachnoid hae- 
morrhage (McIntyre), 293 
Myocardium, metabolism during and after 
double valve replaceemnt ( Moffitt, 
Rosevear, Tarhan and McGoon), 33 


Nervous system, disorders, administration of 
succinylcholine in cases of (Smith), 
199 

Neurolept anaesthesia: compared with con- 
ventional techniques for major sur- 
gery (McDowell and Dundee), 541; 
produced 7 Droperidol-Pentazo- 
cine-N,), effect on adrenocortical 
function in man (Oyama, Takiguchi 
and Sato), 298; with Diazepam- 
morphine in poor risk surgical pa- 
tients (Eisenberg and Kwan), 465 

Neurosurgery: bladder control following, 647; 
cardiovascular problems, 641; cereb- 
rospinal pressure following, 643; 
fluid and electrolyte balance follow- 
ing, 642; infection following, 647; 
intensive care unit for patients (Tin- 
dal), 637; monitoring of vital func- 
tions following, 645; nutrition fol- 
lowing, 644; post-operative and long 
term management, 639; post-opera- 
tive coma, 647; respiratory care 
following, 639; temperature control 
following, 644 

Nitrous oxide: diethyl-ether as a supplement, 
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effect on patients with severe pul- 
monary obstructive disease (Boutros 
and Weisel), 286; Droperidol and 
Pentazocine as a supplement to, 
effects on adrenocortical function in 
man (Oyama and Takiguchi), 298; 
d-tubocararine as a supplement in 
patients with severe oaliteaaes ob- 
structive disease (Boutros and Wei- 
sel), 286; Pentazocine as a supple- 
ment to, 84; plus oxygen, curare 
with Innovar as an adjunct to (Cat- 
ton and Browne), 172 

Noble, Alan Benjamin (Canad, Anaesth. Soc. 
Medal), 475 

Norepinephrine and post-operative vomiting, 
434 


Obituaries 
Gibson, James Alexander, 477 
MacEwan, Herbert Bruce, 235 
Power, David John, 236 
Warren, Donald A., 343 
Omocervical artery in the dog, surgical anat- 
omy (Evans), 230 
Operating room, see under hospitals 
Osmotic neurolysis, subarachnoid, in treat- 
ment of vascular insufficiency of 
lower extremities ( Nielsen), 687 
Oxalic acid, excretion following methoxy- 
flurane and halothane anaesthesia 
(Silverberg et al.), 496 
different concentrations, effect of, 
during general anaesthesia for elec- 
tive caesarean section (Marx and 
Mateo), 537; flow control, touch 
identification of, a safety feature for 
anaesthetic machines (Calverley), 
225; nitrous oxide, curare anaes- 
thesia, Innovar as an adjunct to 
(Catton and Browne), 172 
Oxygenation, during chest surgery in right 
lateral position in dogs (Carden), 
110 


Oxygen: 


Pancuronium bromide (Pavulon®), clinical 
pharmacology, evaluation of (Dobkin 
et al.), 512 

Pavulon®, see Pancuronium bromide 

Paediatrics: intramuscular Ketalar in anaes- 
thesia (Wyant), 72; a new venti- 
lator (Carden), 215 

Penhalor, a new inhaler for obstetrical anal- 
gesia (Hatano et al.), 454 

Pentazocine: compared with meperidine as a 
supplement to nitrous oxide relaxant 
anaesthesia, 85; Droperidol and ni- 
trous oxide anaesthesia, effect on 
adrenocortical function in man 
(Oyama, Takiguchi and Sato), 298; 
effect on the brain, electroencephalo- 
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gram and the site of action of (Yana- 
gida and Yamamura), 621; studies 
on relative analgesic potency and 
respiratory depressant action (Ge- 
rula and Keéri-Szanto), 84 
Phentolamine, and post-operative vomiting, 


Placenta, transmission of carbonated lidocaine 
across, during caesarean section 
Houle, Fox and Torkington), 505 

Plasma, see under Blood 

Post-operative, see under Surgery 

Post-partum, human serum cholinesterase var- 
iations during (Hazel and Monier), 
272 

Pregnancy, human serum, cholinesterase var- 
iations during (Hazel and Monier), 
272 

Propanolol and post-operative vomiting, 434 

Pulmonary, see under Lungs 


Renal see under Kidney 

Respiratory system; care of in neurosurgical 
patients, 639; depressant action of 
Pentazocaine, 88 

Royal College of Physicians and Surgeons of 
Canada, regulations relating to ex- 
aminations, 127, 351 


Sands, Colin A., memorial fund, 477 

Serotonin, body dysfunctions associated with 
secretion from carcinoid tumors, 
effects on anaesthesia, 256 

Spinal anaesthesia, see Anaesthesia, spinal 

Subarachnoid haemorrhage, changes in T- 
Wave as an_electrocardiographic 
manifestation of, during anaesthetic 
monitoring (McIntyre et al.), 293 

Subclavian vein, catheterization of (Nowill 
and Haber), 328; complications, 
331; technique, 328 

Succinylcholine: administration in neurological 
disorders, hyperkalaemia following 
(Smith), 199; causing broncho- 
spasm (Bele-Binda and Valeri), 116; 
causing hyperkalaemia: experimental 
studies in swine (Gronert and Theye), 
558, prevention by magnesium sul- 
fate (Pittinger, Eryasa and Chang, 
Letter to Ed.), 232; effects on ar- 
terial blood pressure, cardiac output, 
renal blood flow, 101; effect on cir- 
culation of anaesthetized dogs 
(Leighton), 100; effect on plasma 
cholinesterase activity in infants and 
newborns (Zsigmond and Downs), 
278; serum potassium changes after, 
in swine with thermal trauma or 
sciatic section (Gronert and Theye), 
558 

Surgery 

anal, caudal anaesthesia with Bupiva- 
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caine (Marcaine®) for (Rochowan- 
ski, Kreiser and Morris), 18 

effect on carbohydrate and fat metabo- 
lism (Oyama and Takazawa), 51 

effect of position on airway closure and 
lung volume (Craig, Wahba and 
Don), 92 

in adults using Ketalar, 235 

in patient with familial dysautonomia, in- 
traoperative management, 567; post- 
operative management, 568; pre- 
operative management, 566 

major, neurolept anaesthesia compared 
with conventional techniques for 
(McDowell and Dundee), 541 

pediatric, using Ketalar, 320 

plasma levels of antidiuretic hormone in 
man during halothane anaesthesia 
and (Oyama and Kimura), 614 

poor-risk patients, neurolept anaesthesia 
with Diazepam-morphine in (Eisen- 
berg and Kwan), 465 

positioning of the patient, effect on cere- 
bral blood flow, 494 

post-operative: dreams, following use of 

Ketamine, 608; malignant hyper- 

thermia (Beldavs, Small Cooper and 

Britt), 202; pain relief, apparatus to 

provide demand analgesia (Kéeri- 

Szanto), 581 

anatomy, of omocervical artery in 


the dog (Evans), 230 


Surgical 


Temperature see Body temperature 

Tetanus, endotracheal intubation for 31 days 
(Sellery), 683 

Thiopentone-nitrous oxide, effect on human 
growth hormone and insulin levels 

in oer (Oyama, Takiguchi and 


Kudo), 442 

Thoracotomy, as a method of circulatory sup- 
port, 653 

Thorax: effect of d-tubocurarine upon the 


static elastic recoil of (Nisbet et al.), 

304; surgery, Carlens endobronchial 
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